
The study described in this report was subject to audit/inspection by the independent 
HUK Quality Assurance Unit for the aspects and at the intervals specified below. The 
findings of each audit were reported to the Study Director and HUK management as 
prescribed by QA Standard Operating Procedures. 


Protocol review 


15 October 1992 


15 October 1992 


Study Inspection 
Study Inspection 
Study Inspection 


13 October 1992 
15 October 1992 
27 October 1992 


15 October 1992 
15 October 1992 
6 November 1992 
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